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3.125 (a) REPEAT 

FACILITIES, GENERAL 

** The den walls for the tigers, Magoo and Special and tbe Iwn Rainbow were made of wood landscape Umbers. 
Some gf 1tie limtiers iivere ngrten and could easily be brokao. The -weaknegg of Ihe wallg pwld break paging tba risk 
of Iniury or escape. The housing laclirtfes must be reparod and.''or replaced and sbould be mainlamed and Kept 
struclu rally sound to prolect and oonftain tbe animals. 

’* The primary endosure fence for the tiger, Tigger, had a loose vfn re lhat was hanging Jnlo the pen. The loose wire 
couW po3e tbe risk ol entanglement and 'injury. The housing facilities should be maintained and kepi strriomrally 
sound 1o prvstaci the anintals From injury. 


3.127 (d) 

FACILITIES, OUTDOOR. 

** The perimeter fence for the black leopard Jack ha.d a gap at the bottom thal was about 4 inches high and 12 inches 
long. The gecorxj contpinmanf would rig| eflocli'^lv hold the animal if if escaped. The perimeter fence must be 
cohstrudod so thal It sanros as a sccondajy contalnmant system Few tha ammal in the facility lor the ammal and the 
public's salety. It was corrected by the eirit interview, 


The (nspection was conducted with 6art Sutherland and the Zoo Director. 
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